Premium-Kabelschloss XL 


« Hochbohrfester Profi-Schließzylinder 
« Schlosskopf 360° drehbar 

« Stahlring gegen aufsägen 

« Stahlscheibe gegen aufbohren 


Länge: 120 cm 

Kabel-P: 18 mm 

Zubehör: zwei Schlüssel, einer mit LED 
# 120 220 01 

VE = 6 Stück 


Premium-Kabelschloss 120 


« Schlosskopf 360° drehbar 
« Stahlring gegen aufsägen 
« Stahlscheibe gegen aufbohren 


Länge: 120 cm 

Kabel-P: 12 mm 

Zubehör: zwei Schlüssel, einer mit LED 
# 120 223 01 

VE = 6 Stück 

Kabelschloss 80 


« Hochbohrfester Profi-Schließzylinder; 
« Schlosskopf 360° drehbar 

« Stahlring gegen aufsägen 

« Stahlscheibe gegen aufbohren 


Länge: 80 cm 
Kabel-®: 12 mm 
Zubehör: zwei Schlüssel 
# 120 200 01 

VE = 24 Stück 


Spiral-Kabelschloss 180 


Länge: 180 cm 
Kabel-®: 8 mm 
Zubehör: zwei Schlüssel 


Klettband-Halterung 


# 120 225 01 
VE = 24 Stück 
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Schlösser Iocks 


Premium Cable Lock XL SE 


« secure cylinder lock; 

« lock turnable 360° 

« steel ring to protect against sawing 
« steel disc to protect against drilling 


Length: 120 cm 

Cable-P: 18 mm 

Accessories: two keys, one with LED 

# 120 220 01 

Unit = 6 pieces 

Premium Cable Lock 120 SE 


« lock turnable 360° 
« steel ring to protect against sawing 5 
« steel disc to protect against drilling 


Length: 120 cm 

Cable-P: 12 mm 

Accessories: two keys, one with LED 

# 120 223 01 

Unit = 6 pieces 2 ® c 
Cable Lock 80 SE 


« secure cylinder lock; 

« lock turnable 360° 

« steel ring to protect against sawing 
« steel disc to protect against drilling 


Length: 80 cm 
Cable-P: 12 mm 
Accessories: two keys 
# 120 200 01 


Unit = 24 pieces 


Spiral Cable Lock 180 


Length: 180 cm 
Cable-P: 8 mm 
Accessories: two keys 

Velcro®-Bracket 
# 120 225 01 


Unit = 24 pieces 
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